PPP 


Packaging Instructions 
and Oecal Placement 


OSI 9494-011 
Place foam at bottom of box. Wrap canister in foam and place in box. Tape hardware on paperwork and put 
into box. 
Put in more foam to prevent movement. 
Close box with clear tape. 
Apply label 02729-3 
as per 
instructions 
in aSI 014 section 4.5. 


02729.1 
02729-3 


Dart Aerospace Ltd. 
1270 Aberdeen 
Street 
Hawkesbury, 
ON 
K6A 1K7 
CANADA 
TEL.: 1 613632-5200 


212/412 
CANISTER UPGRADE KIT 
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